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[Abstract:] The Coiner reports the destruction of 41 silver reverse dies from New Orleans Mint. 

Mint of the United States at Philadelphia, Pa. 

Coiner’s Office, 

January 9, 1891 

Hon. O.C. Bosbyshell 
Superintendent, 

Sir: 


I have the honor to report that Forty One (41) reverse silver dollar dies from the Mint of 
New Orleans, La. were destroyed by the use of the forge and sledge this day. 

Very Respectfully 
Your Obt. Servant 
N.S. Steel 
Coiner 

[Second letter, abstract:] Reports destruction of 41 reverse silver dies from N. Orleans Mint. 

Mint of the United States at Philadelphia, Pa. 

Assay Department, 

January 9, 1891 

Forty one Dollar (silver) dies from the U.S. Mint at New Orleans destroyed this day. 

(41 dies Reverse side) 

Jacob B. Eckfeldt 
Assayer 



